Spring Season — 1954 


JOHNSON BROS. 


Sib ine MR ALE 


Importers of Unusual Flower Bulbs 


Be OF BS ON 46.3 BOUND BROOK, N. J. 


FLOWERS — GOD'S GIFT TO HIS PEOPLE 


ORIENT*STRAIN HYBRID AMARYLLIS 8 inches 
circumference bulbs $2.25 each, 3 for $5.95, 6 for $10.00, 
$19.00 per dozen. 


Limited quantity of 7” circumference bulbs $2.00 each 
— 6 for $8.75 — dozen $16.00. This size of course will not 


produce as well as the larger size bulbs this season but 


enables one to obtain additional bulbs for less outlay of 
cash. 


Orient Strain Bulb Showing 
7 Weeks Growth of Roots 
and _ Foliage. 


Orient Strain Hybrid Amaryllis 
Hippeastrum Blooms. 


FANCY LEAVED CALADIUMS, no blooms. Mixed 
varieties and colors, 3 bulbs $1.00 or 6 for $1.75 — 6” cir- 
cumference. 

BEGONIAS, Belgium imported, in Red, Orange, Cop- 


C 


per, Pink, Salmon and Yellow. 114” to 2” bulbs. — Double 
Camelia type: 3 bulbs $1.00 or 6 for $1.75. — Single Came- 


lia type same prices and Sizes. 


ACHIMENES, India import in mixed colors offered in 
place of Pendula Begonias. — ‘These miniature GLOXI- 
NIA like blooms are ideal for hanging baskets and porch 
or window boxes. Tiny blooming size tubers $1.10 per 
dozen OK Zo for} bp. 


ISMENE, Hymenocallis Calathina, often called Peru- 
vian daffodil or white spider lily. Very fragrant white 
flowers during summer, not hardy north outdoors. — 
Large blooming size bulbs $2.00 each, smaller $1.50 — still 
smaller $1.00 each. 


GLORIOSA LILY — superba, orange and red blooms, 
rothschildiana, crimson. These natural climbers of fab- 
ulous beauty in 5” tubers $1.10 each. 


KAEMPFERIA, Atro-virens — peacock leaved with rosy- 
pink flowers, very unusual appearance. Plump blooming 
size tubers, $2.00 each. 


Lycoris Squamigera Blooms 


LYCORIS SQUAMIGERA — the hardy Amaryllis Halt 
— often called the Japanese Magic Lily. Graceful straplike 
foliage which dies down in midsummer, then in August 
suddenly appears a stem 2 to 3 feet tall topped with a 
cluster of fragrant, dainty lavender-rose blooms 3” to 4" 
across. Very easy to grow and multiply, we recommend 
them highly. 6” circumference bulbs $3.50 per dozen, with 
live roots. 

HARDY LYCORIS RADIATA = the old fashinoed red 
spider lily, displays a cluster of bright red flowers on 16” 
to 18” stems following winter foliage. Very desirable 1” 
diameter blooming size bulbs $2.50 per dozen, with live 
roots. 


AMARYLLIS BOOK — general handling and care of 
imported hybrid Amaryllis bulbs 50c¢ per. copy. 


